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CONFIDENTIAL NICOSIA 2619 

DEPT FOR A/OC 

ATHENS FOR ATO/TSO 

FRANKFURT FOR RSS/RTC 

E.O. 11652: GDS 
TAGS: ASEC ACOM 

SUBJECT: SKYLINK INSTALLATION - NICOSIA 
REF: STATE A-4060 OF 12 JUNE 1975 

1. REFERNECED AIRGRAM DIRECTS THAT CLASS SIX FAULT DOOR BE RE- 
LOCATED FROM PRESENT POSITION (AREA B) TO AREA C. 

2. LOCAL CONTRACT ENGINEER ADVISES THAT IT IS IMPOSSIBLE TO 
LOCATE VAULT DOOR IN AREA C BECAUSE CORRIDOR IS NOT WIDE 
ENOUGH. AREA CANNOT BE MADE TO FIT VAULT DOOR FRAME DUE TO 
EXISTING COLUMNS AND CABLES. 

3. ENGINEER RECOMMENDS THAT DOOR FRAME LEADING INTO ROOM 
ADJACENT TO AREA A BE MOVED DOWN THE CORRIDOR FHBM COLUMN SO 
AREA CAN BE ENLARGED TO ACCOMODATE VAULT DOOR FRAME. FYI: 
ROOM ADJACENT TO AREA A CONTAINS ACR, IF THIS 

CHANGE IS APPROVED, SEABEES WOULD BE REQUIRED TO ACCOMPLISH 
WORK. EMBASSY CONCURS WITH ENGINEER S RECOMMENDATION. 

4. PLEASE ADVISE SOONEST. 
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